208  CHRIST  CHURCH  HAMILTON  SQUARE.  The  Mother 
Church  of  the  Evangelical  Lutheran  and  German  Reformed 
Churches  in  Monroe  County.  The  first  Schoolhouse  Church 
was  built  in  1775  on  the  same  premises  as  the  present 
Church,  which  was  built  by  the  members  in  1829,  and 
is  located  near  Sciota,  in  the  Pocono  Mountains  of  Pa. 
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